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TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 
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UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


# 


ASSY 


DESCRIPTION 
PART # 


SPANNER WRENCH 
1 


OR SPECIFICATIONS 


5/16 x 5-1/4 x 9-1/8 


MATERIAL 


4140 Q&T 


B/O INFORMATION 


QTY 


ASSY 


QTY 


ASSY 


UNDER REVIEW 


URF 19-1172 19.11.01 (VM) 


